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ANNUAL  REPORT 


FOR  1904* 


The  Chairman  and  Members  of  the 

Urban  District  Council  of  Waterloo-with-Seaforth. 


Gentlemen, 

I  have  this  year  to  present  to  you  my  Thirty-first  Annual 
Report  as  to  the  Health  and  Sanitary  condition  of  the  District 
during  1904,  together  with  a  Report  of  the  Sanitary  Inspector. 


I N FECTSOU S  DISEASES  NOTIFIED, 


Fifty-one  cases  of  Diseases  of  an  infectious  nature  were 
notified  to  me  in  the  Waterloo  Division  of  the  District.  These 
occurred  in  40  houses;  42  were  treated  at  home,  of  which  two  died. 
One  case  was  removed  to  the  Hahnemann  Hospital,  Liverpool,  and 
recovered,  and  eight  cases  were  removed  to  the  Infectious  Diseases 
Hospitals,  Liverpool,  in  which  Institution  three  died. 

In  the  Seaforth  Division  101  cases  were  notified  from  77  houses  ; 
57  cases  were  nursed  at  home  and  five  died;  44  cases  were  removed 
to  Hospital,  of  which  six  died. 


The  total  number  in  the  entire  District  was,  therefore,  152 
cases  in  117  houses;  52  were  removed  to  the  Infectious  Diseases 
Hospitals,  Liverpool,  and  one  case  to  the  Hahnemann  Hospital. 


The  following  table  gives  the  number  of  cases  notified  for  the 
past  ten  years  : — 


1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 


281 

200 

151 
214 
137 
131 
123 
102 
233 

152 
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HOSPITAL  ACCOUNT. 

The  expenditure  connected  with  the  reception  of  patients  into 
the  Infectious  Diseases  Hospitals  was  as  follows : — 

Proportion  of  Annual  Contribution  for  Maintenance 

of  Hospital,  Bootle  .  £59  5  I 

Cost  of  Maintenance  of  Patients  in  Hospital,  Bootle  102  18  0 

Do.  do.  do.  in  Liverpool  Hospitals  346  18  6 

£509  1  10 

Cr. — Amount  received  in  respect  of  maintenance  of 

Patients  in  Hospitals  .  53  9  1 

£455  12  9 


An  arrangement  was  made  with  the  Liverpool  Corporation, 
at  the  close  of  1903,  that  all  cases  of  Infectious  Sickness  occurring 
in  this  District  should  be  sent  to  their  Hospitals  instead  of  the 
Hospital  of  the  Bootle  Authority,  as  heretofore. 

By  this  arrangement  the  annual  contribution  for  maintenance 
of  Hospital,  paid  to  the  latter  Authority,  has  been  done  away 
with,  thereby  making  a  considerable  reduction  in  our  expenditure 
under  this  heading. 

TYPHUS  FEVER. 

One  case  of  this  disease  occurred  in  a  house  in  Seaforth.  The 
patient  was  a  young  child,  four  months  old,  and  the  family  were  in 
very  poor  circumstances.  The  case  was  removed  to  Hospital  at 
once,  and  all  necessary  disinfection  done. 


SCARLET  FEVER. 


Fourteen  cases  of  this  Disease  were  notified  from  eight  houses  in 
Waterloo  Division ;  they  were  treated  at  home,  and  all  recovered. 


In  Seaforth  Division  51  cases  occurred  in  37  houses;  25  of  the 
patients  were  nursed  at  home,  and  one  died,  26  were  removed  to 
Hospital,  of  which  three  died. 


Number  of  Cases  notified  for  the  past  ten  years. 


1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 


162 

93 

73 

132 

78 

77 

60 

116 

149 

66 


Average  for  the  last  five  years,  93. 
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TYPHOID  FEVER. 


Nine  cases  of  this  Disease  were  notified  from  the  same  number 
of  houses  in  Waterloo  Division;  five  were  treated  at  home  and  one 
died,  four  were  removed  to  Hospital,  one  of  which  died. 

In  Seaforth  Division  12  cases  occurred  in  11  houses;  seven  were 
nursed  at  home,  two  of  which  died,  and  five  were  sent  to  Hospital 
and  one  died. 

In  the  entire  District  there  were,  therefore,  21  cases  in  20 
houses  and  nine  cases  were  removed  to  Hospital. 

Number  of  Cases  notified  for  the  past  ten  years. 


1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 


69 

63 

38 

55 

26 

30 

24 

16 

18 

21 


The  average  for  the  last  five  years  being  22. 


DIPHTHERIA  AND  MEMBRANOUS  CROUP. 

Twenty-three  cases  were  reported  to  me  from  18  houses  in  the 
Waterloo  Division;  18  were  treated  at  home  and  two  died;  five 
cases  were  removed  to  Hospital,  and  three  of  these  died. 

There  were  19  cases  in  10  houses  in  the  Seaforth  Division;  seven 
were  nursed  at  home,  two  terminating  fatally;  12  were  removed 
to  Hospital,  of  which  two  died.  Of  the  above  cases  six  occurred  in 
Seaforth  Barracks,  and  all  were  removed  to  Hospital  for  isolation. 

Total,  42  cases,  and  nine  deaths. 

ERYSIPELAS. 

Five  cases  occurred  in  Waterloo  Division,  and  14  in  the  Sea¬ 
forth  Division ;  all  recovered. 

MISCELLANEOUS  NOTIFICATIONS. 

Four  notifications  have  been  sent  in  of  Diseases  not  scheduled 
under  the  Infectious  Diseases  Notification  Acts,  viz.  : — One  of 
Chicken-pox,  one  of  Measles,  and  two  of  Phthisis.  Enquiries  were 
made  in  each  case,  and  when  necessary,  owing  to  the  condition  of 
the  premises,  or  upon  request,  disinfection  was  carried  out. 
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MEASLES. 

During  the  year  there  have  been  outbreaks  of  Measles  in  some 
of  the  Elementary  Schools  in  the  District,  and  I  considered  it 
expedient  in  a  few  instances  to  recommend  that  they  should  be 
closed  for  a  time,  with  the  object  of  preventing  the  spread  of  the 
sickness.  The  following  schools  were  closed: — 

Wesleyan  Schools,  Waterloo,  Infants  and  Senior  Depart¬ 
ments,  on  June  20th,  1904. 

St.  Nicholas’  Schools,  Waterloo,  Infants’  Department,  on 
September  20th. 

Ditto,  Senior  Department,  on  September  26th. 

St.  Thomas’  R.C.  Schools,  Waterloo,  Infants  and  Senior 
Departments,  on  December  12th. 

The  Disease  was  also  prevalent  among  the  children  attending 
Christ  Church  Boys’  School  and  Star  of  the  Sea  School,  Seaforth. 
The  number  affected  did  not  appear  to  warrant  the  closure  of  the 
schools,  but  the  children  who  were  suffering  from  the  sickness,  and 
others  of  school  age  in  the  houses,  were  kept  away  from  school  until 
after  recovery  of  the  patients. 

DIARRHOEA. 

There  have  been  an  unusually  large  number  of  deaths  from 
this  Disease  during  the  year,  principally  of  young  children,  amongst 
the  working  class  portion  of  the  population.  To  combat  this 
we  have  arranged  for  a  supply  of  Sterilized  Humanized  Milk,  and 
a  reference  to  the  Sanitary  Inspector’s  Report,  appended,  will 
acquaint  you  with  what  has  been  done  under  this  arrangement. 
Although  the  time  is  short  since  the  milk  was  first  supplied,  I  am 
of  opinion  that  much  good  has  been  done. 

MIDWIVES  ACT,  1902. 

In  compliance  with  the  request  of  the  County  Medical  Officer 
of  Health,  I  have  furnished  him  with  a  list  of  the  Midwives  prac¬ 
tising  in  this  District.  Also  all  the  Midwives  have  been  notified  of 
the  means  to  be  followed,  so  that  they  may  be  certified  under  the 
Act. 


INSPECTION  OF  THE  DISTRICT. 

Systematic  inspections  of  each  Division  of  the  District  have 
been  made  by  myself  in  company  with  the  Sanitary  Inspector  as 
hitherto,  and  all  matters  found  likely  to  be  dangerous  or  injurious 
to  health  have  been  reported  upon  and  satisfactorily  dealt  with. 
One  house  on  the  Sandheys  Estate  I  found  to  be  unfit  for  human 
habitation,  and  after  service  of  notice  the  house  was  demolished. 
When  applications  by  occupiers  of  underground  Bakehouses  were 
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made  I  visited  the  premises  and  advised  the  Committee  as  to  the 
conditions  existing  in  respect  of  the  Factory  and  Workshop  Act, 
1901.  The  work  arising  out  of  these  inspections  is  shown  in  a 
Report  furnished  by  the  Sanitary  Inspector,  which  is  appended  to 
this. 


SANITARY  STATE  OF  THE  DISTRICT  GENERALLY 
AT  THE  END  OF  THE  YEAR. 

Measles  were  very  prevalent  in  both  Divisions  of  the  District 
for  some  months,  but  in  consequence  of  the  action  taken,  such  as 
closing  of  schools,  etc.,  as  previously  reported  upon,  we  are  now 
free  from  this  Disease.  With  the  exception  of  some  cases  of 
Diphtheria,  which  occurred  at  the  Military  Barracks,  Seaforth, 
during  the  last  few  months,  the  District  has  been  almost  free  from 
Diseases  of  the  zymotic  class. 


VITAL  STATISTICS. 

ZYMOTIC  DEATH  RATE. 

There  were  registered  in  the  District  under  this  class  53  deaths, 
giving  a  death-rate  of  2'04.  In  Waterloo  Division  11  deaths 
occurred,  giving  a  rate  of  O' 95  per  1,000. 

In  Seaforth  Division  the  number  was  42,  which  shows  a  death- 
rate  of  2*91  per  1,000. 

During  1903,  26  deaths  were  reported — a  death-rate  of  1*03  per 
1 ,000  of  the  estimated  population. 


Deaths  from  these  causes  were  as  follows:  — 


Under  5  years. 


Measles  .  12 

Scarlet  Fever  .  1 

Whooping  Cough .  14 

Diphtheria .  3 

Enteric  Fever  .  0 

Diarrhoea  .  17 


Over  5  years. 
1 
0 
0 
1 
3 
1 


GENERAL  BIRTH  RATE. 

There  were  662  births  registered  in  the  District — 336  males 
and  326  females,  giving  a  birth-rate  of  25'59.  Of  these  254  were 
in  the  Waterloo  Division— 135  males  and  119  females,  a  birth-rate 
for  this  Division  of  22' 14  per  1,000.  In  Seaforth  Division  the 
number  was  408 — 201  males  and  207  females,  showing  a  birth-rate 
of  28'34. 

Last  year  the  births  were  686,  giving  a  birth-rate  of  27 '24  per 

1,000. 
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GENERAL  DEATH  RATE. 

The  deaths  registered  during  the  year  numbered  314,  showing 
a  total  rate  of  mortality  for  the  entire  District  of  12' 14  per  1,000 
of  the  estimated  population.  Of  these  126  were  in  Waterloo 
Division,  giving  a  death-rate  of  10*98  ;  and  188  in  Seaforth  Division, 
a  death-rate  of  13  06.  In  1903  the  deaths  numbered  246,  giving 
a  death-rate  of  9*77  per  1,000  of  the  estimated  population. 


TABLE  I. 


URBAN  DISTRICT  OF  WATERLOO- WITH-SEAFORTH. 

FOR  WHOLE  DISTRICT. 


BIRTHS. 

DEATHS  UNDER 

ONE  YEAR  OF  AGE. 

DEATHS 

AGES. 

AT  ALL 
TOTAL. 

YEAR. 

Population 
estimated  to 
Middle  of  each 
Year. 

Number. 

Rate.* 

Number. 

Rate  per 
1,000 
Births 
registered. 

Number. 

Rate.* 

1. 

2. 

3. 

4. 

5. 

6. 

7. 

8. 

1894 

19,471 

564 

28-96 

55 

97-51 

213 

10-83 

1895 

20,296 

559 

27-54 

78 

139-53 

286 

14-09 

1896 

21,119 

547 

25-90 

77 

140-76 

302 

14-30 

1897 

21,824 

548 

25-10 

86 

156-20 

270 

12-37 

1898 

23,058 

603 

26-15 

96 

159-20 

285 

12-36 

1899 

23,880 

595 

24-89 

91 

152-94 

288 

12-05 

1900 

25,000f 

575 

23-OOOf 

76 

132-17 

305 

12-20f 

1901 

23,102 

611 

26-44 

74 

121-11 

281 

12-15 

1902 

24,236 

635 

26-20 

79 

124-40 

291 

12-00 

1903 

Averages 
for  years 
1394-1903. 

25,175 

686 

27-24 

69 

100-58 

246 

9-77 

22,716 

592 

26-14 

78 

132-44 

276 

12-21 

1904 

25,863 

662 

25-59 

, 

83 

125-37 

314 

12-14 

Area  of  District  in  acres  (exclusive  of  area  covered  by  water)... 740  acres. 


Total  Population  at  all  ages,  at  census  of  1901  . 23,102 

Number  of  Inhabited  Houses  ,,  ,,  . 4,634. 

Average  number  of  Persons  per  house  ,,  . 4-75. 


*  Rates  calculated  per  1,000  of  estimated  Population. 

f  These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
respectively — 22,500,  25-55,  13-55. 
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TABLE  II. 


URBAN  DISTRICT  OF  WATERLOO-WITH-SEAFORTH. 


Names  of 
Localities. 

WATERLOO. 

SEAFORTH 

rC 

.  0  o 

£  4^  cS 

Org  0) 

d 

cfi  © 

ci 

•+3  . 

CD 

"2 

S  * 

rj 

_  0  o 

S  +=  c3 
.2 -a  ® 

d 

c/3  <D 

t—i 

d 

-4J  , 

u 

O' 

s  * 

YEAR. 

Populai 
estimatf 
middle  ol 
Year 

5  55 
£ 

.2  Cfi 

CD 

%4 

Deaths ; 
Ages 

^  c3 

OQ  03 

-43 

c8 

CD 

A 

Populai 
estimatf 
middle  oi 
Year 

£3  <D 

CD 

Deaths i 

Ages 

c/l  © 

-+=>  • 
c3  rH 

(D 

ci 

a. 

b. 

C. 

d. 

a. 

b. 

C. 

cl. 

1894 

7,955 

200 

85 

18 

11,516 

364 

128 

37 

1895 

8,465 

181 

118 

30 

11,831 

378 

168 

48 

1896 

9,076 

202 

115 

18 

12,043 

345 

187 

59 

1897 

9,470 

191 

106 

34 

12,354 

357 

164 

52 

1898 

10,039 

228 

107 

22 

13,019 

357 

178 

74 

1899 

10,331 

197 

116 

30 

13,549 

398 

172 

61 

1900 

10,773* 

211 

125 

31 

14,227* 

364 

180 

45 

1901 

9,839 

248 

107 

26 

13,263 

363 

174 

48 

1902 

10,483 

236 

105 

18 

13,753 

399 

186 

61 

1903 

Averages 

10,967 

251 

97 

23 

14,208 

435 

149 

46 

of  years 

1894  to  1909. 

9,739 

214 

108 

25 

12,976 

376 

168 

53 

1904 

11,471 

254 

126 

24 

14,392 

408 

188 

59 

*These  figures,  corrected  from  the  Census  of  1901,  should  have  been 
respectively — 9,646,  12,856. 
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TABLE  III. 

URBAN  DISTRICT  OF  WATERLOO-WITH-SEAFORTH. 

CASES  OF  INFECTIOUS  DISEASE  NOTIFIED  DURING 

THE  YEAR  1904. 


Notifiable 

Disease. 

Cases  Notified  in  whole 

District. 

Total  Cases 
Notified 
in  each 
Locality. 

No.  of  Cases 
removed  to 
Hospital  from 
each  Locality. 

At 

all 

Ages. 

At  Ages- 

-Years. 

Waterloo.  t-1 

1 - - - - ' 

Seaforth. 

Waterloo. 

1 - - - - 

23 

u 

c 

s+- 

m 

Un¬ 
der  1. 

1  to 

5. 

5  to 

15. 

15  to 
25. 

25  to 
65. 

n 

65 

and 

up- 

vards 

Diphtheria  . 

48 

11 

j 

18 

9 

5 

24 

19 

5 

12 

Erysipelas  . 

19 

... 

... 

4 

2 

12 

1 

5 

14 

... 

... 

Scarlet  fever  . 

64 

... 

19 

32 

9  1 

4 

... 

13 

51 

1 

26 

Typhus  fever . 

1 

l 

... 

... 

... 

... 

... 

1 

.  .  . 

1 

Rn  tpri  p,  f p vpr  ’ 

21 

4 

7 

4 

6 

9 

12 

2 

4 

5 

Phthisis  . 

2 

•  •  • 

1 

- 

1 

•  •  • 

Measles  . 

1 

1 

1 

Chickenpox  . 

1 

i 

... 

... 

... 

... 

1 

... 

... 

Totals . 

152 

2 

84 

63 

24 

28 

1 

51 

101 

9 

44 

9 


TABLE  IV. 


UEBAN  DISTRICT  OF 


WATERLOO-WITH-SEAFORTH. 


CAUSES  OP,  AND 


AGES  AT,  DEATH  DURING  YEAR  1904. 


Causes  of  Death. 

Deaths  in  whole  or  belonging'  to  whole  District  at 
subjoined  Ages. 

Deaths  in 
Localities 
(at  all  Ages). 

All 

Ages. 

Under 

1. 

1  and 
under 
5. 

5  and 
under 
15. 

15  and 
under 

25. 

25  and 
under 
65. 

65  and 
up¬ 
wards. 

Water¬ 

loo. 

Sea- 

forth. 

Measles  . 

13 

2 

10 

1 

.  •  . 

•  .  . 

3 

10 

Scarlet  fever . 

1 

... 

1 

... 

... 

... 

... 

1 

Whooping-cough . 

14 

9 

5 

2 

12 

Diphtheria  and  Mem¬ 
branous  croup . 

4 

.  .  . 

3 

1 

.  .  . 

.  .  . 

2 

2 

Fever— Enteric  . 

3 

... 

... 

2 

1 

... 

1 

2 

Epidemic  Influenza  ... 

4 

•  •  • 

... 

.  .  . 

3 

1 

2 

2 

Diarrhoea  . 

18 

14 

3 

1 

.  .  . 

.  .  . 

3 

15 

Enteritis  . 

13 

9 

2 

2 

7 

6 

Phthisis  (Pulmonary 
Tuberculosis)  . 

14 

... 

2 

12 

... 

8 

6 

Other  tubercular  diseases 

14 

2 

5 

2 

2 

3 

3 

11 

Cancer,  malignant 

disease  . 

12 

9 

3 

8 

4 

Bronchitis  . 

25 

6 

6 

•  •  • 

1 

5 

7 

8 

17 

Pneumonia . 

25 

8 

9 

.  .  . 

.  .  . 

6 

2 

11 

14 

Pleurisy  . 

1 

.  .  . 

.  .  . 

.  .  . 

.  .  . 

1 

... 

1 

Other  diseases  of  Res¬ 
piratory  organs  . 

2 

1 

1 

... 

2 

Alcoholism,  Cirrhosis 
of  liver . 

3 

1 

2 

2 

1 

Premature  birth  . 

8 

8 

.  .  . 

•  •  • 

... 

.  .  • 

.  .  . 

3 

5 

Heart  diseases . 

18 

•  •  • 

•  •  • 

,  .  . 

.  .  . 

10 

8 

6 

12' 

Accidents  . 

1 

... 

.  .  , 

1 

.  •  . 

•  •  • 

.  .  * 

.  .  . 

1 

Suicides  . 

1 

.  .  . 

•  •  • 

.  .  . 

1 

.  •  . 

.  .  . 

1 

Inquests  . 

9 

.  . . 

.  .  . 

1 

.  .  . 

5 

3 

4 

5 

All  other  causes  . 

111 

25 

8 

3 

3 

30 

42 

52 

59 

All  causes . 

314 

83 

52 

14 

6 

90 

69 

126 

188 

10 

Annual  Report  of  Medical  Officer  of  Health  for  1904,  for  the 
Urban  District  of  Waterloo-with-Seaforth. 

Factories,  Workshops,  Laundries,  Workplaces  and  Homework. 

1.— INSPECTION. 


Including  Inspections  made  by  Sanitary  Inspectors  or  Inspectors  of  Nuisances. 


Number  of 

Premises. 

Inspections. 

Written 

Notices. 

Prosecutions 

Factories  (Including  Factory  Laundries) 

2 

•  •  • 

•  •  • 

Workshops  (  ncluding  Workshop  Laun¬ 
dries.) 

210 

20 

... 

Workplaces  ... 

2 

2 

•  •  . 

Homeworkers’  Premises  ... 

1 

1 

... 

Total 

215 

23 

2.— DEFECTS  POUND. 


- 

Number  of  Defects. 

Number 

Particulars. 

Found. 

Reme¬ 

died. 

Referred 
to  H.M. 
Inspec’r. 

of 

Prosecu¬ 

tions. 

Nuisances  under  the  Public  Health  Acts  : 
Want  of  cleanliness 

7 

7 

Want  of  Ventilation  ... 

7 

7 

... 

... 

Other  nuisances 

50 

50 

... 

... 

Insufficient  Sanitary  accommodation. 

1 

1 

j  .  , 

... 

Offences  under  the  Factory  and  Workshop  Act : 
Illegal  occupation  of  underground 
bakehouse  (S.  101)  ... 

*1 

Breach  of  special  sanitary  require¬ 
ments  for  bakehouses  (SS.  97  to  100). 

24 

24 

... 

... 

Total  ... 

90 

89 

... 

.  .  . 

^Occupied  temporarily,  a  new  bakehouse  is  in  course  of  erection  above 
ground  level. 


3.— OTHER  MATTERS. 


Class. 

N  umber. 

Matters  notified  to  H.M.  Inspectors  of  Factories  : — 

Failure  to  affix  Abstract  of  the  Factory  and  Workshop 

Act  (S.  133) . 

6 

Underground  Bakehouse  (S.  101)  : — 

In  use  during  1903 

11 

Certificates  granted' pgqq 

5 

In  use  at  the  end  of  1904 

6 

Number  of 

Homework : — 

Lists. 

Out- 

Lists  of  Outworkers  (S.  107) : — 

workers. 

Lists  received... 

1 

1 

Addresses  of  outworkers  received  from  other  Authorities. 

1 

Workshops  on  the  Register  (S.  131)  at  the  end  of  1904  : — 

Workshop*  uswl  Bakehouses 

21 

Dressmakers,  Milliners  and  Tailors 

22 

Laundries 

10 

Total  number  of  Workshops  on  Register... 

*117 

“This  number  includes  37  on  Bakehouse  Register. 


January ,  1905. 


W.  S.  LIMRICK, 

Medical  Officer  of  Health. 
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Sanitary  Inspector’s  Annual  Report. 


Town  Hall, 

W aterloo,  January ,  1905. 

To  the  Chairman  and  Members 

of  the  Urban  District  Council 

of  Waterloo-with-Seaforth. 

Mr.  Chairman  and  Gentlemen, 

I  have  the  honour  to  submit  my  Annual  Report  of  the 
work  done  in  the  Sanitary  Department  during  the  past  year ; 
together  with  particulars  of  nuisances  abated  and  improvements 
effected  thereby. 

INSPECTION  OF  THE  DISTRICT. 

The  provisions  of  Section  92  of  the  Public  Health  Act,  requiring 
Local  Authorities  to  make  systematic  inspection  of  their  Districts, 
have  received  attention,  and  a  house-to-house  visitation  has  been 
made  in  17  streets  in  different  parts  of  the  District.  Premises  were 
also  visited  upon  complaint  being  made,  and  when  infectious  sick¬ 
ness  occurred  therein. 

The  total  number  of  inspections  being  1,112. 

NOTICES,  &c.,  SERVED. 

Three  hundred  and  seventy-seven  preliminary  notices  in  respect 
of  nuisances  discovered  in  the  course  of  inspection  were  served  upon 
owners  or  occupiers  to  abate  nuisances  or  carry  out  sanitary  improve¬ 
ments.  The  majority  of  the  notices  received  prompt  attention,  but 
in  68  instances  nuisances  in  connection  with  97  houses  were 
reported  to  the  Committee,  and  statutory  notices  ordered  to  be 
served;  it  was  necessary  to  serve  only  31  notices,  as  the  nuisances 
were  abated  between  the  times  of  Committee  and  Council  meetings. 

Frequent  re-inspections  of  premises  were  made  to  ensure  the 
proper  carrying  out  of  the  work,  the  number  of  re-inspections  being 
2,016.  In  addition  104  letters  were  sent  to  owners  calling  their 
attention  to  notices  which  had  not  been  complied  with.  A  large 
number  of  appointments  in  nil  parts  of  the  District  have  been  kept 
with  owners,  occupiers,  and  contractors  respecting  complaints  or 
works  required  to  be  carried  out. 
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SMOKE  TESTING. 

The  smoke  test  has  been  applied  to  the  drains  of  576  houses, 
and  many  defects  were  discovered  which  would  not  have  been  found 
out  by  a  superficial  examination.  Thirty-one  of  the  tests  were  at 
the  expense  of  persons  who  desired  to  know  the  sanitary  state  of  the 
premises  they  were  about  to  enter.  Such  persons  received  a  report 
of  the  condition  of  the  premises,  and  recommendations  for  placing 
the  property  in  a  sanitary  condition. 

DRAINS. 

Four  hundred  and  sixty-two  defective  drains  have  been 
repaired,  relaid,  or  reconstructed,  a  large  number  being  discovered 
with  the  aid  of  the  smoke  machine  in  the  Waterloo  Division  of  the 
District,  and  at  houses  where  infectious  disease  had  occurred.  A 
number  of  these  drains  were  connected  direct  to  the  sewer  without 
the  intervention  of  a  suitable  trap;  37  disconnecting  traps  have 
been  fixed;  inlet  ventilation  has  been  provided  to  180  drains,  and 
in  18  instances  outlet  ventilation  has  been  obtained  by  4in.  shafts 
fixed  at  the  head  of  the  drains  and  carried  up  above  the  eaves  of 
house  roof.  In  one  instance  a  cesspool  was  abolished,  the  drains 
were  removed  outside  the  buildings,  and  the  subsoil  drained  into  an 
external  area. 

Forty-five  choked  drains  have  been  opened  and  cleansed,  and  58 
stone-ware  gullies  fixed  in  lieu  of  defective  gullies  or  mason’s  traps. 

PRIVIES. 

Three  privies  have  been  abolished  and  water-closets  provided 
in  place  of  them.  It  was  necessary  in  one  instance  only  to  serve 
notices  under  Section  36  of  the  Public  Health  Act,  1875,  after 
which  the  work  was  done. 

WATER  CLOSETS. 

One  foul  pan  and  container  closet  connected  to  an  unventilated 
soil-pipe  fixed  inside  the  house  was  discovered,  which  has  been 
removed,  and  a  wash-down  pedestal  water-closet  connected  to  an 
external,  fully-ventilated  soil-pipe  fixed  in  place  thereof. 

Twenty-five  choked  water-closets  have  been  opened  and 
cleansed,  while  69  new  basins  and  50  new  traps  have  been  fixed  in 
lieu  of  foul  or  defective  ones. 

In  three  water-closet  compartments  the  light  and  ventilation 
has  been  improved ;  defective  roofs,  walls,  seats,  and  floors  have 
been  repaired  at  86  premises.  A  proper  and  sufficient  flush  of 
water  has  been  provided  to  24  water-closets,  and  14  closet  cisterns 
have  been  repaired.  In  six  instances  flush  pipes  have  been  made 
good ;  and  298  connections  of  the  flush  pipes  with  water-closet  basins 
made  water-tight.  Four  urinals  fixed  inside  of  houses  have  been 
abolished. 
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SOIL  PIPES. 

Thirty  soil  or  ventilating'  pipes  have  been  renewed  and  made 
gas-tight,  and  in  223  instances  the  joints  of  soil  or  ventilating  shafts 
have  been  made  sound;  while  119  connections  of  soil  and  ventilating 
pipes  with  drains  and  closet  ‘traps  have  been  repaired,  and  choked 
ventilating  shafts  have  been  cleared  at  33  premises. 


WASTE  PIPES,  Ac. 

Untrapped  and  defective  waste-pipes  have  been  trapped  or 
made  sound  in  140  instances,  and  25  lavatory  waste-pipes  were  dis¬ 
connected  from  the  bath  waste-pipes,  and  made  to  discharge 
separately  into  the  external  air. 

Sixteen  rain-water  conductors  have  been  disconnected  from  soil- 
pipes  or  drains,  and  made  to  discharge  over  trapped  gullies,  and  82 
rain-water  pipes  have  been  made  good. 

New  salt  glazed  stoneware  sinks  have  been  fixed  in  15  instances. 


HOUSES  LET  IN  LODGINGS. 

The  sub-let  houses  have  been  visited,  and  attention  has  been 
directed  to  the  condition  of  the  rooms  as  regards  cleanliness  and 
ventilation,  and  the  general  sanitary  state  of  the  premises.  In  eight 
instances  overcrowding  was  found  upon  the  first  visit,  and  before 
the  houses  were  placed  on  the  Register,  these  nuisances  were  abated 
upon  verbal  or  preliminary  notice,  generally  by  removal  of  one  or 
both  families.  There  are  now  eight  houses  on  the  Register. 


COWSHEDS,  DAIRIES  AND  MILKSHOPS. 

Four  applications  for  registration  as  cowkeepers  or  purveyors 
of  milk  have  been  received.  An  inspection  of  the  premises  was 
made  in  each  case,  and  they  were  found  to  be  in  accordance  with 
the  Regulations  made  by  the  Council.  All  the  applications  were 
granted. 

The  cowsheds,  dairies,  and  milkshops  in  the  District  have  been 
regularly  inspected,  and  generally  I  find  an  improvement  in  their 
condition.  In  several  the  lighting,  ventilation,  and  floors  have 
been  improved,  and  in  one  instance  a  new  shippon  is  being  made. 

Overcrowding  was  discovered  in  five  shippons,  the  excess 
number  of  cows  being  removed  upon  verbal  notice. 

The  limewashing  and  cleansing  required  by  the  Regulations 
have  been  attended  to,  and  one  case  only  of  an  infringement  of  this 
Bye  -law  was  reported  to  the  Committee. 

There  are  36  cowkeepers  and  purveyors  of  milk  on  the  Register. 
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INSPECTION  OF  FOOD  SUPPLY. 

The  food,  etc.,  exposed  for  sale  in  the  District  has  been 
regularly  inspected,  no  seizure  being  made. 

EXAMINATION  OF  FOODSTUFFS. 

During  the  year  I  submitted  69  samples  of  milk,  6  samples 
of  ice-cream,  and  2  samples  of  shellfish  to  Prof.  Boyce  for  bacterio¬ 
logical  examination,  and  certificates  have  been  received  in  respect 
of  57  samples  of  milk,  6  of  ice-cream,  and  2  of  shell-fish,  leaving  12 
certificates  outstanding  at  the  end  of  the  year. 

Milk. — Twenty-seven  samples  of  milk  were  obtained  from  local 
purveyors,  and  30  from  persons  residing  outside  the  District. 

Of  the  27  samples  from  local  sources,  16  were  certified  free 
from  contamination,  the  bacillus  coli  communis  was  found  in  8,  the 
bacillus  enteritidis  sporogenes  in  1,  and  the  bacillus  tuberculosis  in 
1  sample.  This  sample  was  obtained  from  a  boy  selling  milk  in  the 
street  from  a  hand-can.  The  Veterinary  Inspector  examined  the 
cows  in  the  shippon,  and  applied  the  Tuberculin  test  (Pasteur’s)  to 
those  he  suspected,  after  which  all  the  cows  he  certified  to  be 
suffering  from  tuberculosis  were  removed  at  once.  Samples  from 
this  source  have  since  been  obtained,  and  they  have  been  certified 
as  non-tubercular. 

With  reference  to  the  30  samples  obtained  from  persons  residing 
outside  the  District,  16  were  returned  free  from  contamination,  the 
bacillus  coli  communis  was  certified  to  be  in  10  samples,  in  2  of 
which  staphylococci  was  also  found,  the  bacillus  enteritidis  sporogenes 
and  staphylococci  were  found  in  1  sample,  and  the  bacillus  tuber¬ 
culosis  in  3  samples.  The  Local  Authorities  of  the  Districts  in 
which  the  vendors  resided  were  communicated  with  and  promised 
to  give  the  matter  prompt  attention.  The  vendors  also  were  written 
to.  Further  samples  have  been  obtained  and  certified  non- 
tubercular. 

Ice-cream. — Six  samples  were  submitted,  and  in  four  no  trace 
of  contamination  was  found.  In  two  the  bacillus  coli  communis 
and  staphylococci  were  discovered,  and  the  sellers  notified  thereof. 
In  one  instance  it  was  found  that  the  corn  flour  which  is  used  in 
making  ice-cream  had  become  musty,  and  this  was  immediately 
withdrawn  from  use. 

Shell-fish. — Two  samples  of  shell-fish  were  gathered  at  different 
times  on  the  shore  in  the  vicinity  of  the  sewer  outfall  pipes.  The 
bacillus  para  colon  was  found  in  the  first  sample,  and  in  the  second 
a  very  large  number  of  bacilli  coli  communis  per  C.  C.  were  found; 
the  sample  showing  sewage  contamination.  In  accordance  with  the 
Council’s  instructions,  warning  posters  have  been  placed  on  the 
shore. 
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STERILIZED  HUMANISED  MILK. 

In  consequence  of  the  prevalence  of  diarrhoea  in  the  District, 
I  was  instructed  to  put  into  operation  an  arrangement  made  by  the 
Chairman  of  the  Health  Committee  for  the  supply  of  Sterilized 
Humanised  Milk.  Posters  and  leaflets  were  distributed  through¬ 
out  the  District,  and  the  supply  of  this  milk  was  commenced  on  the 
3rd  of  September.  From  that  date  up  to  the  end  of  the  year  1,888 
baskets,  containing  15,551  bottles,  have  been  sold.  Depots  were 
opened  at  Bowersdale,  Seaforth,  and  the  Sanitary  Department, 
Town  Hall,  Waterloo,  but  owing  to  the  great  inconvenience  caused 
it  was  arranged  for  an  agent  in  the  District  to  receive  the  milk  and 
deliver  it  to  customers.  Visits  are  made  from  time  to  time  to 
houses  where  the  milk  is  being  used. 

ICE  CREAM  VENDORS. 

The  premises  of  manufacturers  and  vendors  of  ice-cream  were 
visited  during  the  summer  months,  and  I  have  to  report  that  much 
improvement  has  been  effected  with  regard  to  the  conditions  under 
which  this  commodity  is  made,  stored,  and  sold.  In  a  few  instances 
verbal  or  written  notice  was  given  to  carry  out  sanitary  works  or 
cleansing,  and  these  received  prompt  attention.  The  itinerant 
vendors  on  the  Fair  Ground  and  Fort  Road  have  been  kept  under 
observation. 

FOOD  AND  DRUGS  AND  MARGARINE  ACTS. 


The  following  particulars  of  samples  obtained  under  these  Acts 
in  this  District,  and  submitted  for  chemical  analysis,  have  been 
furnished  by  Mr.  Superintendent  Cross. 


No.  of  Samples 
Purchased. 

Description  of  Samples. 

Proceeded 

against. 

Convicted. 

10 

Pepper . 

3 

3 

6 

Butter  . 

•  •  • 

•  •  • 

1 

Lard  . 

•  •  • 

2 

Ground  Ginger  . 

•  •  • 

•  •  • 

1 

Shrimps  . 

•  • . 

•  •  • 

1 

Beer . 

•  •  • 

,  ,  , 

1 

Treacle . 

1 

Withdrawn. 

4 

Vinegar  . 

•  •  • 

•  •  • 

1 

Coffee  . 

•  •  • 

•  •  • 

8 

Milk . 

2 

2 

3 

Syrup  . 

1 

Withdrawn. 

1 

Honey  . 

1 

Cream  . 

2 

Brandy . 

1 

Pickles . 

1 

Cod  Liver  Oil . 

44 

7 

7 
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PUBLIC  ELEMENTARY  SCHOOLS. 

These  schools  have  been  visited  since  the  Reports  on  the 
drainage  and  sanitary  arrangements  were  sent  to  the  school 
managers,  and  the  work  done  in  compliance  with  the  Reports  has 
been  supervised  and  in  some  instances  re-tested. 

Three  schools  have  been  disinfected  after  closure  on  account 
of  measles. 

The  school  drains  and  sanitary  conveniences  are  flushed  once  a 
month  by  the  Council’s  staff. 

FACTORY  AND  WORKSHOP  ACT,  1901. 

WORKSHOPS. 

The  workshops  and  laundries  in  the  District  have  been  in¬ 
spected,  a  total  number  of  108  visits  being  made ;  30  workrooms 
required  limewashing  or  cleansing ;  in  four  instances  additional 
ventilation  has  been  provided;  and  16  workrooms  were  measured; 
while  50  nuisances  were  discovered  in  connection  with  workshop 
premises.  All  these  matters  were  promptly  attended  to  by  the 
owners  or  occupiers. 

There  are  80  workshops  on  the  Register,  and  the  Government 
Inspector  was  notified  of  five  workshops  which  were  found  to  be 
unprotected. 

HOME  WORK. 

One  list  of  outworkers  has  been  received,  and  the  premises 
reported  were  inspected. 

BAKEHOUSES. 

The  bakehouses  have  been  periodically  visited  and  found  to  be 
in  a  satisfactory  condition,  verbal  intimation  has  secured  the 
requisite  lime-washing  or  cleansing.  Five  underground  bakehouses 
have  been  closed,  and  six  are  now  in  use,  five  of  which  have  received 
certificates,  the  remaining  one  is  being  used  temporarily,  until  the 
bakehouse  which  is  being  built  above  ground  level  is  finished. 

One  bakehouse  was  found  to  be  unprotected,  and  the  Govern¬ 
ment  Inspector  was  notified. 

Total  visits  made,  107. 

There  are  now  37  bakehouses  on  the  Register. 


SUMMARY. 

Number  of  Visits  to  Workshops  .  108 

Do.  do.  Bakehouses .  107 

Do.  Bakehouses  Cleansed .  14 

Do.  Workrooms  Cleansed  .  30 

Do.  do.  Measured  .  16 

Do.  do.  Ventilated  .  4 

Do.  do.  Used  as  Bedrooms  .  2 

Do.  Nuisances  Found .  50 

Do.  Workshops  Found  Unprotected  .  5 

Do.  Bakehouses  Found  Unprotected  .  1 

Do.  References  to  Government  Inspector .  6 
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HOUSING  OF  THE  WORKING  CLASSES  ACT,  1890. 

A  house  on  the  Sandheys  Estate  was  reported  to  the  Committee 
as  unfit  for  human  habitation.  Notice  was  served  upon  the  owner, 
and  he  had  the  nremises  demolished. 


INFECTIOUS  DISEASE. 

1  have  visited  and  reported  upon  all  the  work  done  after  the 
cases  of  Infectious  Diseases,  which  were  notified  to  the  Medical 
Officer  of  Health.  Also,  visits  have  been  made  to  persons  who 
have  been  reported  to  him  by  Medical  Officers  of  Health  outside  the 
District,  as  having  been  exposed  to  the  infection  of  smallpox  or 
plague. 


DISINFECTION. 

One  hundred  and  sixty-four  rooms  were  disinfected  and  cleansed 
after  infectious  sickness,  which  includes  several  after  death  from 
phthisis,  cancer,  etc.,  the  paper  being  scraped  off  the  walls  where 
necessary.  In  six  instances  rooms  were  scraped  and  cleansed  by 
the  Council,  in  default,  or  at  the  request  of  persons  upon  whom 
notices  were  served. 

The  steam  disinfecting  apparatus  was  used  322  times,  4,685 
articles  of  bedding,  etc.,  being  disinfected,  and  58  articles  were 
destroyed. 


NIGHT  SOIL  CONTRACT  AND  ASHPITS. 

The  new  Contractor  for  the  removal  of  house  and  shop  refuse 
commenced  the  work  after  the  first  quarter  of  the  year.  Great 
difficulty  was  experienced  in  keeping  the  work  in  hand,  and  finally 
the  Surveyor  had  to  send  out  carts  and  men  to  deal  with  the  most 
urgent  cases.  Latterly  the  work  has  been  carried  out  in  a  more 
satisfactory  manner.  Contraventions  of  the  Contract  have  been 
reported  from  time  to  time,  and  dealt  with  by  the  Committee. 
There  has  been  a  large  increase  in  the  number  of  emptyings  of  pits 
and  bins  this  year,  a  total  of  57,608  being  reached,  as  compared 
with  45,104  in  1903.  This  is  due  to  the  increasing  number  of  bins 
and  the  frequent  cleansing. 

Forty-six  galvanised  iron  bins  have  been  provided  in  lieu  of 
ash-pits,  24  foul  and  defective  pits  being  filled  up  to  ground  level 
and  made  good,  and  16  houses  have  been  provided  with  ash-bin 
accommodation.  There  are  900  bins  in  use  in  the  District. 
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SUMMARY  OF  WORK  OF  DEPARTMENT. 


Number  of  houses  inspected  ...  ...  ...  ...  ...  1112 

Number  of  houses  re-inspected...  ...  ...  ...  ...  2016 

Number  of  visits  to  workshops  ...  ...  ...  ...  108 

Number  of  visits  to  bakehouses  ...  ...  ...  ...  107 

Number  of  visits  to  cowsheds,  dairies  and  milkshops  ...  269 

Number  of  visits  to  ice-cream  shops  ...  ...  ...  ...  53 

Number  of  visits  to  sub-let  houses  ...  ...  ...  ...  41 

Number  of  visits  to  schools  ...  ...  ...  ...  ...  69 

Number  of  times  smoke  test  applied  to  drainage  ...  ...  576 

Number  of  preliminary  notices  served  ...  ...  ...  377 

Number  of  statutory  notices  served  ...  ...  ...  ...  31 

Number  of  houses  in  connection  with  notices  ...  ...  798 

Number  of  smoke  observations  taken...  ...  ...  ...  16 

Samples  of  milk  submitted  for  bacteriological  examination  69 

Samples  of  ice  cream  submitted  for  bacteriological 

examination  ...  ...  ...  ...  ...  ...  ...  6 

Samples  of  shell  fish  submitted  for  bacteriological 

examination  ...  ...  ...  ...  ...  ...  ...  2 

Cases  of  infectious  disease  reported  upon  ...  ...  ...  152 

Number  of  notices  served  to  strip  and  cleanse  walls  ...  109 

Number  of  Rooms  fumigated  ...  ...  ...  ...  ...  164 

Disinfecting  apparatus  used  ...  ...  ...  ...  ...  322  times 

Bedding,  clothing,  &c.,  disinfected  ...  ...  ...  ...  4685  pieces 

Letters  written  in  connection  with  notices  ...  ...  ...  104 

Reports  issued  respecting  sanitary  condition  of  houses  ...  26 


DETAILS  OF  SANITARY  IMPROVEMENTS 
EFFECTED  DURING  THE  YEAR. 


DRAINS. 

Drains  choked — -opened  and  cleansed  ...  ...  ...  ...  ...  45 

Drains  taken  out  of  cellars...  ...  ...  ...  ...  ...  1 

Drains  removed  from  under  houses  ...  ...  ...  ...  ..  1 

Defective  drainage,  reconstructed,  relaid  or  repaired  ...  ...  462 

Disconnecting  traps  fixed  ...  ...  ...  ...  ...  ...  ...  37 

Heads  of  drains  ventilated  with  4-inch  shafts  ...  ...  ...  ...  18 

Inlet  ventilation  provided  to  drains  ...  ...  ...  ...  ...  180 

Manhole  Chambers  built  ...  ...  ...  ...  ...  ...  ...  4 

Gullies  fixed  in  lieu  of  defective  gullies,  or  mason’s  traps  ...  ...  58 

WATER  CLOSETS. 

Pan  closets  removed  and  wash  down  closets  substituted  ...  ...  1 

Choked  closets  opened  and  cleansed  ...  ...  ...  ...  ...  25 

Closet  basins  and  traps  substituted  for  defective  ones  ...  ...  119 

Closet  compartments  lighted  and  ventilated  ...  ...  ...  ...  3 

Closets  provided  with  a  proper  and  sufficient  flush  of  water  ...  24 

Defective  connection  of  flush  pipes  to  closets  made  good  ...  ...  298 

Defective  flush  pipes  and  cisterns  repaired  ...  ...  ...  ...  20 

Defective  closet  walls,  roofs,  floors,  &c.,  repaired  ...  ...  ...  86 

SOIL  PIPES. 

Soil  pipes  removed  from  inside  houses  ...  ...  ...  ...  ...  4 

Soil  pipes  ventilated  with  4-inch  pipes  ...  ...  ...  ...  ...  3 

Joints  of  soil  pipes  made  gas-tight  ...  ...  ...  ...  ...  *  223 

Ventilating  pipe  connections  with  drains  made  good  ...  ...  ...  119 

Ventilating  and  soil  pipes  choked — obstructions  removed  ...  ...  36 


19 


WASTE  PIPES. 

Defective  waste  pipes  trapped  or  made  good  ...  ...  ...  ...  140 

Choked  waste  pipes  cleared  ...  ...  ...  ...  ...  ...  4 

Bath  and  lavatory  waste  pipes  disconnected  and  made  to  discharge 

separately  over  gullies  ...  ...  ...  ...  ...  ...  25 

New  salt-glazed  stoneware  sinks  fixed  ...  ...  ...  ...  ...  15 

Rain  water  pipes  disconnected  from  soil  pipes  or  drains...  ...  1G 

WATER  SUPPLY. 

Premises  supplied  with  water  for  domestic  use...  ...  ...  ...  14 

Defective  water  pipes  repaired  ...  ...  ...  ...  ...  ...  12 

Water  storage  cisterns  covered  and  cleansed  ...  ...  ...  ...  23 

Water  storage  cisterns  abolished  ...  ...  ...  ...  ...  ...  7 

Offensive  rain  water  cisterns  emptied,  filled  in,  or  cleansed  ...  ...  8 

FILTHY  AND  DILAPIDATED  PREMISES. 

Foul  houses,  walls,  &c.,  stripped  and  cleansed...  ...  ...  ...  7 

Filthy  house  floors,  and  bedding  cleansed  ...  ...  ...  ...  8 

Defective  roofs  made  water-tight  ...  ...  ...  ...  ...  ...  5 

Defective  ceilings  and  floors  made  good  ...  ...  ...  ...  ...  6 

Defective  chimney  flues  repaired ...  ...  ...  ...  ...  ...  2 

Defective  rain  water  pipes  and  spouting  made  good  ...  ...  ...  102 

Defective  house  walls  re-pointed  ...  ...  ...  ...  ...  42 

PRIVIES  AND  ASHPITS. 

Privy  middens  converted  into  water  closets  ...  ...  ...  ...  3 

Ashpits  filled  in  to  ground  level  and  paved  ...  ...  ...  ...  24 

Foul  ashpits  abolished  ...  ...  ...  ...  ...  ...  ...  16 

Galvanized  iron  bins  provided  in  lieu  of  ashpits...  ...  ...  ...  46 

Premises  provided  with  ash  accommodation  ...  ...  ...  ...  16 

MISCELLANEOUS. 

Surfaces  of  yards  repaired  ol  re-paved  ...  ...  ...  ...  ...  157 

Nuisances  from  improper  keeping  of  animals  abated  ...  ...  6 

Accumulations  of  offensive  matter  removed  ...  ...  ...  7 

A  l  iddensteads  repaired  and  drained  ...  ...  ...  ...  ...  4 

Nuisances  from  overcrowding  abated  ...  ...  ...  ...  ...  6 

Overcrowding  in  cowsheds  abated...  ...  ...  ...  ...  ...  5 

Miscellaneous  nuisances  abated  ...  ...  ...  ...  ...  ...  17 


1  am,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

JOHN  H.  CANNELL,  A.  R.  San.  I., 
Sanitary  Inspector. 


